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X. Tba Office of Training tea a critical need for a Sound 
atag e oa which to shoot Agei *ey Training Fill®. St tte present 
S Setiea rate, four to five films are produced annually which 
retire aggrc gimately th ree months Sound Stage vorfe. » survey — 

was r ecently mde of the / I 

| | to deteitsine it*s availability ana aaaptaoixxt.y w bu«j 

use. 


building 


2. B appears that preset use of the 
ia limited to: 

a. One continuous week of activities annually 5 
Operation /dart. 

b . Storage of a email quantity of Cosed ©qguipneat in 
the tuanest and in several of the offices adjacent to the 

floor- Bile equipment requires routine inspection . 

c . storage of kitchen supplies in an upstairs -room 
from which daily withdrawals ore made- 

d . lain guerd center located in one room adjacent 
to the main floor but separated from it by two door© 

e. free st ra ^ 1 * 1 social, events such as farewell parties, 
bingo, seasonal celebrations, etc. 

projected use of the building for file production 
cou ld be scheduled so as not to interfere with these 
activities . 


3. Preliminary tests indicate that , 
could be as a Sound Stage provided the following 
are made: 


t'jji 

fait 


a. Insulate the entire ceiling area and ends with 
fiber glees insulating material. 
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Xastall doth drones on traces o» both 
side* to aartead from the belcony to the floor. 

c. Install removable panel* oh the visdoes located 
in the balcony area. 

4 . Enclose the staffs opening with removable 
partitions. 

k a . a«4 b. would be performed un for an outside 

eantrert dwnseft to OB nl totaatoa for « 1 9 ^- 1 —;--^ 

I 1 has advised us that I I to the^ < f rte5 fr 

. ^Pah -Lj -mold assist 02® personnel In acecs^lishlnE ite*as 

c. and d. 

5. ®» use of this facility by OJB would be based on the 

f oll owing understanding: 

a. Office of Training personnel will: 

| 

(lj Arrange transportation of personnel sod 
c ^dpBCut to and ftreei the site* 


25X1 

25X1 


{ 2 } Advise 1 1 

■hnetilK aohjdulaw an far to advance aa poeetotoj 

in order that 1 “ -|e “ ** 


of 


planned according!,/ • 
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